AMENDMENT NO. 2 SEPTEMBER 2021 


TO IS 15806 : 2018 COMBINE HARVESTER — 
RECOMMENDATIONS ON SELECTED PERFORMANCE 
AND OTHER CHARACTERISTICS 


( First Revision ) 


(Page 2, clause 3.2.3) — Substitute ‘The tests conducted on combine 
harvester, to validate the performance in case of not meeting the evaluative 
requirements of this standard or to ascertain reoccurrence of breakdown/defects 
observed in earlier tests, for the same parameter and on same sample under the 
test after rectifying defects or after replacing defected part/sub-assembly by new 
part of the same specifications’ for ‘The tests conducted on combine harvester 
to ascertain the reoccurrence of breakdown/defects observed for the same 
parameter and on the same sample under the test after rectifying the defects or 
after replacing the defective part/sub-assembly by new part/sub-assembly of the 
same specifications’ the existing.’ 


(FAD 11) 
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